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WE LOOK TO BIGGER LOADS 


ee lighting alone justify a rural line? Can 
ranges? Refrigerators? Briefly, the answer is o 

for the farmer as well as for the power company. 
Electric service brings the farm customer increased 
profit, convenience, and freedom trom toil almost in 
direct proportion to the wse he makes of it. That is 
why General Electric organized its Rural Flectrifica- 
tion Section in 1923. That is why we have since spent 
a million dollars in personnel, training conferences, 
advertising, and booklets working shoulder to 
shoulder with every agency to build up the full and 
proper use of electricity on every farm. 


Today we are happy to announce the most compre- 
hensive and convincing series of sales tools ever made 
available to power companies interested in the de- 
velopment of bigger rural loads. First, a six-reel talk- 
ing motion picture—chock-tull of entertainment and 


education—truly a cinema triumph. Second, a nel 
§2-page manual on how to electrify the farm a 
rural home—written by a farmer for farmers. An 
third, a brand-new series of sound slidefilms # 
booklets on Farm Wiring, Lighting, Refrigerati! 
Motors, Soil Heating, etc. 


With these new tools, you obtain the most compt 
hensive yet understandable selling helps availa 
today. They’re completely new—educationa!—en™ 
taining—great builders of load and good will. \ 
them, your rural workers will be better -quippe 
Group meetings will be more effective. The road! 
bigger rural loads will be shorter, smoother, ® 
straighter. That is the kind of work we try to do! 
you in every electrical market. We hope it 's anot® 
reason why you like to do business with us 
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Accomplishments Best Answer to 
Critics, Kellogg ‘Tells Convention 


Industry’s progress in past decade, sales, load building, rate and 
legislative developments discussed at thirtieth annual convention of 
the Pennsylvania Electric Association last week at Bedford Springs 


Accomplishments of the public util- 
ity industry during the past ten years 
constitute the best answer of the in- 
dustry to political criticism, C. W. 
Kelloge, president of the Edison Elec- 
tric Institute, told more than 700 mem- 
bers of the Pennsylvania Electric 
Association gathered last week at Bed- 
ford Springs Hotel, Bedford Springs. 
Pa., for their thirtieth annual conven- 
tion. 

Mr. Kellogg directed attention to the 
remarkable accomplishments of the 
electric industry during the last ten 
years, during the longest and deepest 
depression in business history. In this 
period he pointed out that 800,000 
farms have been electrified, that $5.- 
000,000,000 has been investe? in new 
plants and equipment, and that the 
average rates in the home have been 
reduced from nearly 7 cents to 44 
cents. All of this has been accom- 
plished, he said, in spite of an increase 
in taxes during the decade from 9 


per cent to 15 per cent of the gross 
earnings, 


Industry ranks fifth 


Public misunderstanding of three 
peculiarities of the electric utility in- 
dustry has been largely responsible 
for unfair criticism, he declared. First 
f these is the exceptionally large 


amount of fixed capital required to 
furnish service. While the electric 
industry ranks fifth in the country in 
the size of its investment, it ranks but 
thirteenth in point of value of its an- 
nual product. 

The second peculiarity is that its 
business consists of many millions of 
small retailer transactions. 


Driscoll lauds co-operation 


Mr. Kellogg pointed out that, con- 
trary to popular belief, the cost of 
manufacture represented only a quar- 
ter of the total cost. Comparing the 
annual tax burden with the price of 
electric service to the average house- 
hold, he said that a cut of one-tenth 
in taxes would save more than four 
times as much as the total saving from 
electric energy delivered free at the 
distribution point. 

Mr. Kellogg’s address topped a 
three-day program devoted to public 


relations, legislative developments. 
rates and load building in the resi- 
dential, commercial and _ industrial 
fields. 


Dennis J. Driscoll, chairman of the 
Pennsylvania Public Service Commis- 
sion, surprised many delegates and 
visitors by lauding the co-operation 
shown the new Earle-appointed com- 


missioners by Pennsylvania utility 


company representatives. Speaking 
frequently of conferences with Wash- 
ington sources, Chairman Driscoll de- 
voted most of his address to citing 
legal authorities on the scope of regu- 
lation. 

Discussing the principles that should 
cuide the electric industry in its his- 
toric policy of revising its rates down- 
ward when increased business or op- 
erating economies make the step pos- 
sible, Ira L. Craig of Philadelphia, rc- 
tiring president of the association, gave 
warning that the present tendency to 
concentrate attention on reduction of 
residence rates might result in an un- 
balanced rate structure which could 
defeat the very purpose sought. 

Mr. Craig pointed out that if the 
companies reduce residence rates, 
without due consideration to commer- 
cial and industrial rates, the latter 
may acquire an undue share of the 
burden of paying the nation’s electric 
bill. 

“If we were to lose the system size 
factor and the system diversity factor 
through loss of industrial business,” 
Mr. Craig warned, “costs would mount 
and. perforce, prices with them. For 
this to occur would be a catastrophe 
to residence service rates.” 

Rate reductions to users, he pointed 
out, can come only as a result of im- 
provements in the companies’ net earn- 
ings, which result from economies 
derived from improved equipment or 
methods of operation or increased use 
of service by the customers. 


Load building emphasized 


\s has been the case for some four 
years, much attention was devoted by 
the program committee to load build- 
ing and customer relations, four full 
business sessions being devoted to 
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these problems. In addition, George R. 
Conover, managing director, Elec- 
trical Association of Philadelphia, 
outlined the fivefold partnership em- 
bracing the manufacturer, distributor. 
dealer, contractor and utility company 
and rigid utility support of local elec- 
trical associations as a force to tie 
together the various partners in the 
important business of selling the cus- 
tomer the advantages and benefits of 
electric appliances rather than just 
“kilowatt-hours.” 

Francis McQuillan, chairman sales 
section, sponsored a commercial sales 
session with E. J. Ingram, chairman; 
an industrial sales conference, with 


C. F. Kells as chairman, and a 
women’s session on “Kitcheneering 
Electrically,” with Miss Clara H. 


Zillessen as chairman. The latter was 
attended by more than 150 women who 
heard discussions by Misses Ada Bes- 
sie Swann and Marian G. Kemp, and 
watched in operation a complete elec- 
tric kitchen assembled in Philadelphia 
and trucked to Bedford. 

Chairman Ingram’s committee in- 
troduced to members a new data sheet 
developed by the committee during 
the past year. These are specifically 
designed as a part of a commercial 
sales manual, but are also in a form 
entirely suitable as handouts for sales- 
men and direct mail pieces for selected 
customers. 


Discuss advertising 


Joint advertising and a program for 
a national advertising campaign for 
central station power were the major 
subjects discussed by C. F. Kells’ in- 
dustrial sales committee. 

“Calm and confident courage” in 
meeting the 1937-38 problems was the 
keynote of the acceptance speech of 
David A. Elias, vice-president Penn- 
sylvania Power & Light Company, who 
was elected president of the associa- 
tion at the closing business session. 
Others elected were: 

Vice-presidents, W. H. Swinney, 
Pittsburgh; M. H. Parkinson, Altoona, 
and Bernard P. Carey, Philadelphia. 

Five men were named to the as- 
sociation’s executive committee to 
serve for two years. They are Adam 
J. Althouse, Reading; H. B. Bryans, 
Philadelphia; Frank F. Henneman, 
Altoona; Louis B. Round, New Castle. 
and A. L. Hallstrom, Philadelphia. 
Re-elected were A. B. Miller, manag- 
ing director, and Harold A. Buch. 
secretary-treasurer. 
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Wisconsin Publie Service Plans 


New 17,500-Kw.Hydro Power Plant 


Pulliam says project will cost $1,500,000 and is needed to meet in. 
creased demands for electricity — Will be located in Wisconsin River 


valley below Grandfather Falls plant — Construction to start in 1938 


Construction of a $1,500,000 hydro- 
electric plant is proposed by the Wis- 
consin Public Service Corporation to 
meet the increasing 
power, according to J. 
president. 

An application for approval to 
construct the plant will be filed by 
the company with the Wisconsin Pub- 
lic Service Commission in the near 
future. Mr. Pulliam said. It was 
pointed out that the increased sale of 
electricity in the territory necessitates 
additional sources of power. Tenta- 
live plans are now being drawn and 


construction is expected to be started 
during 1938. 


demands for 


P. Pulliam, 


17,500-kw. capacity plant 


Mr. Pulliam said that the proposed 
plant will have a capacity of approxi- 
mately 17,500 kw. and will be located 


OFFICERS OF PENNSYLVANIA 


in the Wisconsin River valley, where 
the greatest demands are being made 
for additional power. The plant will 
be situated on the Wisconsin River 
midway between Merrill and Toma. 
hawk below the company’s present 
Grandfather Falls plant. 

Wisconsin Public Service this year 
is adding approximately 5,000 kw. to 
its generating capacity with the con 
struction of a new $500,000 generating 
plant at Tomahawk. Mr. Pulliam said 
that the increased demand upon the 
company is being caused by the addi- 
tion of rural customers and the steady 
growth in the use of electricity 
throughout the territory served. The 
company now serves more than 9,000 
rural customers and it is expected that 
more than 3,000 will be added this 


year and another 2.000 rural custom: 


ers next year. 





ELECTRIC ASSOCIATION—Left to right are: 


Ira L. Craig of Philadelphia, retiring president; B. P. Carey, newly elected vice 

president, Philadelphia; A. B. Millar, managing director; David A. Elias, newly elected 

president, Harrisburg; W. H. Swinney, vice-president, Pittsburgh. and M. H. Parkinson. 
vice-president, Altoona 
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Duke Power Asks Supreme Court 
to Halt Buzzard Roost Project 


Appeals decision of Circuit Court which upheld a $2,852,000 PWA 
loan and grant to Greenwood County for hydro-electric plant — Peti- 
tion says utility would lose $250,000 a year in three counties 


The long-drawn-out legal battle to 
determine whether the government has 
the constitutional right to make loans 
and grants to municipalities for the 
construction of electric power plants 
in competition with private enterprises 
is expected to reach a final decision 
this fall when the Supreme Court 
hears the pending power suits. 

Last week the Duke Power Company 
appealed to the Supreme Court to re- 
view the decision of the Fourth Circuit 
Court of Appeals sustaining a $2,852.- 
00 PWA loan and grant to Green- 
wood County. South Carolina. for a 
hydro-electric plant at Buzzard Roost. 
It was the second time the utility had 
asked the court to halt the project. 


Fifty cases pending 


With 


pending in various 


more than 50. similar 


cases 
jurisdictions, the 
Supreme Court has already consented 
to review litigation brought by the 
\laama Power Company and _ the 
lowa City Light & Power Company to 
prevent the PWA from supplying 
funds in those states for power plants. 
Should the court decide to hear the 
Duke case it probably will be reviewed 
along with the other suits. so that all 
points in litigation may be decided. 

The PWA loan and grant to Green- 
wood County was made July 18, 1934. 
\ suit was started by Duke Power on 
November 7. 1934. The case was 
tried, and Judge Watkins of the Fed- 
etal District Court on August 26, 1935. 
enjoined the county from carrying out 
‘contract written. December 8, 1934, 
ind Harold L. Ickes from advancing 
the funds. 

The county and the government ap- 
ealed the ruling. Mr. Ickes contend- 
ng that a new contract had been 
nade November 30. 1935, this one 
‘liminating the provision which would 
‘We the government power over elec- 
‘Ne rates and other matters. The Cir- 
‘ut Court returned the case to the 
District Court for new proceedings. 
‘tmittine the injunction decrees is- 
‘wed by the District Court August 26. 
34, to stand. , 
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At the new hearing the Distric« 
Court refused to vacate the injunction 
and the case went to the Circuit Court. 
which reversed the lower court and 
ordered the Duke complaint dismissed. 
The Supreme Court, on the appeal. 
remanded the case back to the lower 
court for a new trial. holding the pro- 
cedure in the lower courts had been 
improper. 


Rules for government 
ry 


On the new trial District Judge J. 
Lyles Glenn ruled for the government 
and the Circuit Court of Appeals sus- 
tained the decision. 

In its new petition to the Supreme 
Court the Duke company contended: 
That the loan and grant was not within 
any power delegated to Congress by 
the general welfare clause (of the Con- 
stitution): violated the Tenth Amend- 
ment to the Constitution in that it in- 
vades powers and governs and con- 
trols matters reserved to the states: 
unlawfully delegates legislative power 
to the executive department of the 
government, and deprives petitioners 
of their property without due process 
of law. 

Since the government would fix 
Buzzard Roost rates lower than exist- 
ing utility rates, because of the sub- 
sidy. Duke Power contended that it 
would sustain a new loss of approxi- 
mately $250.000 a year in the three 
counties of Greenwood. Newberry and 
Laurens alone. 

Newton D. Baker. Secretary of War 
in the Wilson administration. heads 
the group of utilitv lawvers. 


Expansion Plan Announced 
by Kansas Gas & Electric 


Kansas Gas & Electric Company has 
announced an expansion program 
whereby a 20,000-kw. plant will be 
built to add to the capacity of the 
two plants already operated in eastern 
Kansas. The new plant will be located 
at the north edge of Wichita. A 40- 
acre tract of land on the Little Arkan- 


sas River has been acquired for the 
site. A contract with the Phoenix En- 
gineering Corporation, New York, 
calls for completion of the plant by 
August, 1938. 

The plant will be a single 20,000-kw. 
unit. It will be tied in with the Wichita. 
plant, which consists of two 10,000-kw. 
units and one 6,000-kw. unit, and the 
Neosho plant, consisting of one 20.- 
000-kw. and one 15,000-kw. unit. lo- 
cated at Parsons, Kan 


Wisconsin Power Act 


Appeal to Be Sought 


The constitutionality of the Wis- 
consin Development Authority was up- 
held last week by Circuit Judge Alvin 
C. Reis in a test case ruling which at- 
torneys said would be appealed to the 
State Supreme Court. 

The act creating the authority, a 
private corporation, appropriates $60.- 
000 a year for encouragement and 
promotion of public ownership of 
utilities. The.law was enacted by the 
1937 Legislature with the backing of 
the administration of Gov. Philip F. 
La Follette. 

The authority sued for a writ of 
mandamus to compel release of funds 
when Secretary of State Theodore 
Dammann, threatened with a suit by 
three Milwaukee taxpayers, refused to 
audit claims of $109 on the appropri- 
ated funds. 

Validity of the act was questioned 
by Harold Stafford. representing Mr. 
Dammann. on the grounds that it au- 
thorized the state to engage in works 
of internal improvement, and that it 
approved expenditure of public funds 
for public purpose, both expressly for- 
bidden in the Wisconsin Constitution. 


Trustee Halted by Court 


United States Circuit Court of Ap- 
peals has allowed the Utilities Power 
& Light Corporation to appeal from an 
order appointing a trustee for it pend- 
ing reorganization under the amended 
Bankruptcy Law. The court ordered 
the appointment delayed pending out- 
come of the appeal. Willoughby G. 
Walling had been named trustee by 
Federal Judge William H. Holly. The 
Utilities Power & Light, Atlas Cor- 
poration, owner of a majority of its 
debentures, and committees represent- 
ing holders of debentures and stock 
objected to the appointment. 
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Income of Farmer Seen Directing 
Use of Electricity to Production 


Committee on the Relation of Electricity to Agriculture in recent study 
finds farm electrification essentially a matter of house use — Engineer- 
ing analysis made of 140 Wisconsin and 39 selected farms 


While great strides have been made 
in rural electrification, the use of 
energy for productive purposes is still 
considerably below that for the farm 
residence, it was revealed in an engi- 
neering study of the Committee on the 
Relation of Electricity to Agriculture 
and presented last week in Chicago at 
its fourteenth annual meeting. 

This is the first engineering analysis 
the committee has made and covers 
all the farms on three Wisconsin rural 
lines and 39 selected farms in Louisi- 
ana, Ohio, Tennessee, Virginia, Illinois. 
Michigan and Indiana. 


Favors more study 


The committee went on record as 
favoring a continuation of the present 
study and that the analysis should be 
enlarged to become, in time, a com- 
prehensive statement of conditions of 
farm electrification all over the nation. 
with special reference to the relations 
power has been applied to production 
and labor. 

The joint committee at the meeting 
attended by representatives of farm or- 
ganizations, manufacturers, utilities, 
agricultural engineers and university 
extension services presented the analy- 
sis of 140 Wisconsin farms showing to 
what use electricity has been applied. 
These farms comprised all the custom- 
ers on three lines. it was found that 
electric applications for production 
represented only about 10 per cent of 
the total use of electric service. The 
cause of this condition. the committee 
stated, offers fertile fields for study 
and investigation. 

Dr. E. A. White. director of the com- 
mittee. indicated in the report that the 
farmer equips his house with electrical 
appliances before applying electricity 
to production on the farm. 

The analysis of lighting revealed that 
of the 4,190 lamps on the 140 Wiscon- 
sin farms 48.9 per cent were 25 watts 
or smaller, 23.6 per cent were 40 watts 
and 27.5 per cent of 50 watts or larger. 
Only 2.1 per cent were above 100 watts, 
used mostly for yard lighting. 
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Among the appliances in use, the 
radio had a saturation of 93 per cent, 
the iron and washing machine 88 per 
cent each, toaster 45 per cent, vacuum 
cleaner 29 per cent, water system 27 
per cent and the range and refrigerator 
21 per cent each. It was disclosed that 
the percentage of saturation of elec- 
trical applications outside the house is 
low. 


Machines on farms 


The report also revealed that of 139 
farms on the three Wisconsin lines 126 
had automobiles, 107 had tractors. 68 
had trucks and 131 had horses or 
mules. The farms were representative 
dairy. 

The report reached the conclusion 
that with present equipment a farm can 
use 6,000 kw.-hr. a year for household 
purposes and lighting. It was also 
found that electric water heaters ap- 
parently have received little attention 
for the farm family and that the num- 
ber of electric fans was surprisingly 
few. 

Offering an explanation of why elec- 





WHEELER DAM—The $37,000,000 TVA hydro-electric project which was dedicated 
September 10, when President Roosevelt pressed a telegraph key in his Hyde Pari. 
N. Y., home, sounding a siren at the dam. The dam, 72 ft. high with an over-all length 

of 6,502 ft., will back water 74 miles upstream to Guntersville Dam 
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tricity for productive use was small, 
the report stated that “perhaps elec. 
trically operated equipment for pro. 
ductive enterprises 1s not as well de. 
veloped from an engineering stand- 
point as household equipment. Per 
haps discouraging the use of anything 
larger than a 5-hp. motor has retarded 
development.” Another explanatioy 
was that more effort has been expended 
in promoting the household uses and 
selling the equipment. 

























Wheeler Dam Opened 
at TVA Dedication 


Dedication of the $37,000,000 
Wheeler Dam, the second giganti 
hydro-electric unit of the TVA, the 
government’s experiment in power pro- 
duction, took place this week whe 
President Roosevelt in his Hyde Park. 
N. Y., home pressed a telegraph key 
which sounded a siren at the power 
project. 

The ceremonies marked the 10s 
anniversary of the birth of Genera 
Joseph Wheeler, Confederate and Span: 
ish war hero. Speaker William B. 
Bankhead of the House of Representa: 
tives declared that Wheeler Dam wa: 
“for the use and benefit of the genera- 
tions yet to come.” 

Speaker Bankhead predicted that 
“this area will be, within the next fev 
decades. the greatest beehive of in 
dustrial and social development any: 
where in the nation.” 


Wide World Pho 





President Roosevelt sent a telegram 
to Chairman Arthur E. Morgan of the 
TVA which was read to the more than 
¥ 1.000 gathered. 

“Through unified control, the Ten- 
nessee River is stepped up for naviga- 
tion and, in the reverse order, stepped 
C down for flood control,” the President 


ed wired. “At the same time incidental 
generation of power by these ‘steps’ 
: provides a means of reimbursing the 
n 


government in a large measure for 

moneys expended for the development 

and control of our interior waterways.” 

He said that “the inauguration of this 

(l work marks another step in the great 
task of organizing the households of 
the nation to meet growing social and 

(0) economic needs.” 
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 — Niagara Hudson Unit 
ak § to Build Steam Plant 


" Construction of a new 115,000-hp. 
WB modern steam generating plant to cost 
Ola around $10,000,000 is to be under- 
aad taken in the near future by the Niagara 
oa Hudson Public Service Corporation 
‘ ns 
* (now renamed Central New York 
a B. : pas 

Power Corporation) at a site in central 
enta- : 
me York. 


Funds for constructing the plant will 
be supplied from the proceeds of new 

_ & (inancing which is contemplated by the 
that : 
company, a Niagara Hudson Power 
affiliate. A $50,000,000 bond issue, of 
which $36,000,000 will be refunding 
and the remainder for plant expansion. 
is now under consideration. 

The definite site of the plant has 
been selected at Oswego, although 
three sites had been considered, one at 
Oswego, another on the Racquette 
River and the other on the Hudson 
River just south of Albany. 
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Dealers Visit B. C. Plants 


Approximately 100 members of the 
Vancouver Electrical Association, the 
New Westminster and District Elec- 
trical Association and the major elec- 
tial appliance dealers of the two 
cities recently traveled to the Ruskin 
and Stave Falls power plants of the 
BC. Electric Railway Company as 
suests of the company. At Ruskin 
‘isitors saw work under way on the 
‘astallation of the new 47,000-hp. ad- 
litional unit, and after an inspection 


‘our of the Stave Falls plant supper 
Was served. 
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Power Commission Reopens Probe 
on South Carolina Power Project 


Test of limits of jurisdiction of federal agency seen likely should 
commission require a license for development proposed by Carolina 
Aluminum Company—Projects to cost $6.000.000 and be 54,000 hp. 


A test of the limits of Federal Power 
Lemmission jurisdiction over the non- 
navigable tributaries of navigable 
rivers is likely to result should the com- 
mission assume jurisdiction over the 
proposed hydro-electric project of the 
Carolina Aluminum Company on the 
Yadkin River near Tuckertown, N. C. 

This week the commission reopened 
hearings before Examiner F. M. Dur- 
rance on the proposed 54,000-hp., 
$6.000,000 hydro development. The 
attitude of the commission so far has 
led many to conclude that a license will 
be required which will lead to a test 
in the courts. 


Files declaration 


In the belief that the river is non- 
navigable. Carolina Aluminum on 
June 7 filed. as required by law, a 
declaration of intention to construct 
the project. The commission, in order 
to collect evidence, held a public hear- 
ing on July 23 and directed the filing 
of briefs by September 15. 

Subsequent reports quoting North 
Carolina officials to the effect that the 
river is obviously not navigable and 
that the federal inquiry was unduly 
delaying the start of construction led 
the commission, on its own motion. to 
reopen the hearing to give the state 
an opportunity to present evidence. 

The proposed development at Tuck- 
ertown consists of a gravity-type con- 
crete dam 1,320 ft. long and 93 ft. 
high to store 23,000 acre-feet of usable 
storage and a 54,000-hp. power house 
operating at a normal head of 55 ft. 
Power is to be generated for public 
service and for industrial use by the 
aluminum concern. 

The dam is to be located imme- 
diately below the High Rock develop- 
ment of Carolina Aluminum and above 
the dams at Narrows. Yadkin Falls, 
Lake Tillery and Blewett Falls, the 
latter two being properties of the Caro- 
lina Power & Light Company. None 
of these is licensed by the federal gov- 
ernment and none is equipped with 
navigation locks. 
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A. A. F. Sewall, Attorney-General. 
and T. S. Johnson, chief engineer of 
the Department of Conservation of 
North Carolina, maintain that the Yad- 
kin at Tuckertown is not now, and 
has never been, navigable to interstate 
commerce; that the lower Pee Dee 
River (the continuation of the Yadkin 
in South Carolina) cannot possibly 
suffer any adverse effect from the pro- 
posed development; therefore, the mat- 
ter is one for the state and not federal 
jurisdiction. 

The state exercises no control over 
the operations of the power projects 
of the company nor over their ade- 
quacy of design or construction costs. 
although the commission does super- 
vise rates at which power is sold to 
utilities. The aluminum concern has 
interconnections with Carolina Power 
& Light and the Duke Power Company. 
and power from the proposed project 
could be fed into either or both systems, 

South Carolina contends that the 
chain of dams has adversely affected 
the rights of the state to receive water 
for navigation. He implied that the 
Federal Power Commission should 
have assumed jurisdiction over the 
river long ago in order to prevent this. 

The company contends that the FPC 
has no jurisdiction and if such is as- 
sumed a judicial review will be sought. 


Niagara Hudson Power Sells 
Bradford Electric Property 


As a further step in simplification of 
the corporate structure of Niagara 
Hudson Power System the Bradford 
(Pa.) Electric Company has been sold 
to Keystone Utilities, Inc., according to 
Alter Thomas of Niagara Hudson 
Power Corporation. 

Mr. Thomas said that Keystone Util- 
ities, Inc., is a corporation controlled 
by individuals identified with the Asso- 
ciated Gas & Electric system. Bradford 
Electric, serving the area in and around 
Bradford, Pa., was the only American 


unit of Niagara Hudson outside of 
New York State. 
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Insulation Is Topic 
of Chemical Meeting 


Today’s problems in the insulation 
field require the combined efforts of 
the chemist, the physicist and the elec- 
trical engineer for solution, Kenneth 
S. Wyatt of Detroit Edison Company 
told members of the American Chemi- 
cal Society. 

Speaking before the Symposium on 
Insulating Materials at the ninety- 
fourth meeting of the society at Roch- 
ester, N. Y., last week, Mr. Wyatt 
stated that these problems included: 
The development and testing of better 
electrical resins, improvement of oil 
and wax impregnated paper for high- 
voltage cables and capacitors, develop- 
ment of oils resistant to electrical 
breakdown and at the same time to 
oxidation when used in conjunction 
with paper, development of corona- 
resistant rubbers for high voltage, 
corrosion-resistant metal coverings for 
insulated cables. 

Dr. Leo J. Berberich, insulating 
division, research laboratories, West- 
inghouse Electric & Manufacturing 
Company, said that it had been dis- 
covered that the addition, in small 
percentages, of one class of hydro- 
carbons known as the aromatics, to 
the newly developed insulating oils, 
reduces the formation of gases in these 
oils from gaseous electric discharges 
occurring in some high-voltage appa- 
ratus. 

* 


TVA Signs Power Contract 
With Wire and Cable Maker 


The Tennessee Valley Authority has 
signed a 20-year contract with Elec- 
tro Metallurgical Company, manufac- 
turer of wire and cable, to supply the 
company with power for a new elec- 
trical furnace plant to be constructed 
in Colbert County, Alabama. 

The company plans construction of 
the plant by next March 1. TVA will 
supply the plant with power from Wil- 
son Dam up to 40,000 kw. maximum. 


Change in Capital Voted 
Stockholders of the McGraw Electric 


Company have approved reclassifica- 
tion of 250,000 shares of $5 par com- 
mon stock into 500,000 shares of $1 
par common, issuance of 20,000 shares 
of $100 par preferred and reduction 
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of $750,000 in stated capital which will 
result from the change in the par value 
of common shares. 


* 
Advertising Group to Meet 


Announcement has been made that 
the National Industrial Advertisers As- 
sociation will hold its annual conven- 
tion September 22-24 in Chicago. 


eelings 


American Transit Association — Annual 
convention, White Sulphur Springs, 
West Va., September 19-23. 


Wisconsin Utilities Association—Acccunt- 
ing section, Lawsonia Hotel, Green 
Lake, Wis.. September 24-25. A. F. 
Herwig, executive secretary, 185 West 
Wells St., Miiwaukee, Wis. 


Illuminating Engineering Society—Annual 
convention. Greenbrier Hotel, White 
Sulphur Springs, W. Va., September 
27-30. A. D. Cameron, general secesente 
51 Madison Avenue, New York, N. 


International Association of Electrical In- 
spectors—Annual Meeting, eastern sec- 
tion, Hartford. Conn., September 27-30. 


Joseph P. Rohan, general chairman, 
Hartford Building Department, Hart- 
ford, Conn. 


Iron and Steel Exposition—Sponsored by 
the Association of Tron and Steel Engi- 
neers, Stevens Hotel, Chicago, IIll., Sep- 
tember 28-October ’1. Brent Wiley, 
Mianaying director, Empire Building, 
Pittsburgh, Pa. 


Chicago Exposition of Power and Me- 
chanical Engineering — International 
Ampitheatre, Chicago, Ill., October 4-9. 


International Association of Electrical 
Leagues—Annual convention. New York. 
N. Y., October 6 and 7. O. C. Small, 
secretary, 155 East 44th St., New York. 


National Safety Congress — Annual 
meeting, Kansas City, Mo., October 11- 
15. Paul Jones, director of publicity, 
National Safety Council, ob North 
Wacker Drive, Chicago, Il. 


American Institute of Electrical Engi- 
neers—Middle Eastern District, Akron, 
Ohio. October 13-15. H. H. Henline, 
National —oes, 33 West 39th St., 
New York. 

neepimania Gecteny — Fall meeting, 


St. Louis. Mo., October 13-16. Colin 


G. Fink. secretary. Columbia University, 
New York. N.Y. 


National Electrical Contractors Associa- 
tion—Annual meeting, Biltmore Hotel, 
Los Angeles, Calif., October 18-21. L. 
W. Davis, general manager, 420 Lex- 
ington Avenue, New York, a; 


National Electrical Wholesalers Associa- 
tion — Semi-annual convention, Hotel 
Cleveland, Cleveland, Ohio, October 
18-21. Alfred Byers, secretary, 165 
Broadway, New York, x 


American Welding Society—Annual meet- 
ing and welding exposition, Atlantic 
City. N. J.. October 18-22. Warner §S. 
Hays, managing director, 29 West 39th 
St., New York, N. Y. 


Indiana Electric 
meeting, French 
October 21-23. 


National Electrical Manufacturers Asse- 
ciation — Annual convention. Palmer 
House, Chicago. October 24-30. W. 
Donald. managing director, 155 Fast 
44th St., New York, N. Y. 


Association — Annual 
Lick Springs, Ind., 





Iron and Steel Men 
to Meet in Chicago 


More than 5,000 steel mill engi- 
neers and executives are expected to 
attend the 33d annual convention of 
the Association of Iron and Steel Engi- 
neers and the Iron and Steel Exposi- 
tion, which will be held in the Stevens 
Hotel Chicago. from September 28 to 
October 1. 

Approximately 25 papers dealing 
with actual operating problems in the 
industry will be presented by tech- 
nical authorities. Along with the 
technical program, 150 manufacturers 
of steel mill equipment will display 
their various products in the Iron and 
Steel Exposition. Many of these ex- 
hibits will be in actual operation. Two 
of the outstanding features of the 
meeting will be inspection trips to the 
Gary Sheet and Tin Division of the 
Carnegie-Illinois Steel Corporation 
and the Indiana Harbor Works of the 
Inland Steel Company. 


Boston Edison Makes 
Organization Changes 


Sidney Hosmer. vice-president. gen- 
eral manager and director and asso- 
ciated with the Boston Edison Com- 
pany for more than forty years, had his 
resignation accepted at a meeting of 
the board of directors on Tuesday of 
this week. The office of general man- 
ager was abolished and numerous bv- 
reaus and departments were abolished 
or merged. 

James V. Toner. treasurer, was 
elected vice-president and director. He 
will continue to serve as treasurer in 
charge of finances. accounting, pur 
chasing. supply, real estate, insurance. 

Leavitt L. Edgar. vice-president in 
charge of distribution, will continue 
in the capacity. Thomas H. Carens. 
who has been vice-president in charge 
of public relations, will also be in 
charge of sales activities, and Rober! 
E. Dillon, for the past twelve years 
superintendent of the generating de 
partment, was appointed vice-president 
in charge of production. Lynn S. 
Goodman, assistant to the president. 
will be in charge of statistical research 
and system development. 

The regular quarterly dividend of 
$2 per share was declared payable No- 
vember 1 to stockholders of record 


October 11. 
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Holiday Reduces Energy Output 


Production in Labor Day week 
sags from preceding record— 


Gains 6.2 per cent over 1936 


As is usual in the week that includes 
Labor Day, the output of energy by 
the electric light and power industry 
fell off sharply in the week of Septem- 
ber 11, production amounting to 2.- 
154,276,000 kw.-hr., according to the 
Edison Electric Institute. Comparison 
with the week ended September 5 
1936. which shows an increase of only 
26 per cent, would be misleading 
since the period last year did not in- 
clude the holiday. If adjustments are 
made for that condition the increase is 
6.2 per cent. Holiday effects are 
somewhat erratic and no accurate con- 
clusions can be drawn as to possible 
changes in the trend. 

With that proviso, it appears that 
the advance compared with a year ago 
continues well above the national av- 
erage in the Rocky Mountain and Cen- 
tral industrial regions and that it ap- 
proached this average in the Pacific 
states. In the South and Central West 
the figures were near those for the 
previous week. The smallest gain was 
in New England. 


Weekly Output, Millions of Kw.-Hr. 
1937 1936 1935 . 

rept. 11..2,154 Sept. 5..2,099 Sept. 7..1,752 
Sept. 4... 2,321 Aug. 29..2,136 Aug. 31..1.810 
Aug. 28...2,295 Aug. 22. .2,126 Aug. 24 .1,840 
Aug. 21...2,304 Aug. 15. .2,094 Aug. 17. . 1,833 
Aug. 14...2,801 Aug. 8..2,079 Aug. 10..1,819 
Aug. 7...2,262 Aug. 1..2,079 Aug. 3..1,821 


Water Works Seeks 
Utility Stock Purchase 


An application for authority to ac- 
quire all the common capital stock of 
the Potomac Edison Company has 
been filed by American Water Works 
& Electric Company, Inc., with the 
Maryland Public Service Commission. 
The proposal involves the dissolution 
of West Penn Electric Company. 
American Water Works & Electric 
subsidiary, which controls Potomac 
Edison. 

Recently American Water Works & 
Hlectric filed with the SEC a plan for 
dissolution of West Penn Electric in 
4move to simplify the corporate struc- 
lure of the system. Elimination of the 
intermediate holding company would 
place control of Potomac Edison in the 


hands of American Water Works & 


Electric 
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Region Sept. 11* Sept.4 Aug. 28 

New England....... + 2.0 + 6.7 + 6.4 
Middle Atlantic.... + 5.0 +10.0 + 7.0 
Central Industrial. . + 8.2 +11.0 + 9.5 
West Central....... + 53 +65 + 1.4 
Southern States... .. + 4.5 +52 + 5.1 
Rocky Mountain.... + 14.7 +18.3 + 18.4 
i, 3 ae : + 5.9 + 5.3 + 7.6 
United States... +62 +8.6 + 8.0 


*Adjusted toinclude holiday conditions in both yeurs. 


The commission set September 23 
as the date for hearing on the applica- 
tion. 


Farmers Cut Down New Poles 


Working by flashlights and lanterns, 
100 angry farmers sawed off fifteen 
newly planted power poles at Fire- 
side, south of Bellevue, Ohio, in a dis- 
pute with the Lake Erie Power & Light 
Company over stringing power lines 
through the district. The farmers said 
they feared the new electric lines 
would bar them from obtaining serv- 
ice under the rural electrification pro- 
gram. 

Erection of the lines was being com- 
pleted by 90 light company linemen. 
The protesting farmers are members 
of the North Central Farm Bureau Co- 
operative. 





The utility company has abandoned 
immediate efforts to construct the line 
and will await the outcome of an in- 
junction which it has brought to re- 
strain the defendants from interfering 
with its workmen in constructing the 


line. 
* 


See Need for Change 
in Utility Regulation 


Opposition to public ownership 
and operation of public utilities and 
a “yardstick” power plant for New 
York City were expressed last week 
by Kenneth F. Simpson, New York 
County Republican chairman, in com- 
menting on the platform presented by 
the American Labor party as its basis 
for supporting Mayor F. H. LaGuardia 
for re-election. He indicated that such 
proposals could be alternates if real 
attempts at regulation do not succeed. 

Speaking for the Republican party, 
Mr. Simpson said: 


“We do not agree that public regu- 
lation properly administered cannot 
establish fair utility rates. The exist- 
ing method of regulation is out of 
date, cumbersome and unsatisfactory 
to both the companies and the public. 
It should be modernized. 

“We believe that such fair and 
equitable rates can be established and 
until this possibility has been ex- 
hausted we do not advocate public 
ownership of power utilities. Recent 
experience has demonstrated _ that 
under present conditions public own- 
ership and operation of vast utility 
projects have been inefficient and sink 
the deficits of operation into tax bud- 
gets. 

“Nor do we believe a publicly owned 
‘yardstick plant’ in New York is feasi- 
ble because of the different 
costs of power distribution in various 


parts of the city.” 
. 


widely 


Power Export Prohibited 


Montreal Heat & Tower 
Company has been refused permission 
by the Canadian government to export 
10,000 hp. to the Aluminum Company 
at Massena, N. Y. This surp!‘us is the 
result of the cancellation by Premier 
Hepburn of Ontario a year ago of 
contracts for power with four com- 
panies in Quebec. Premier Duplessis 
of Quebec had given his consent to the 
application by Montreal Light, Heat 
& Power. 


Lig!it, 
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Reproduced by courtesy of the Oklahoma Publishing Co. 
CIVIC CENTER IN LIGHTS—The lighting system installed by the 
Oklahoma Gas & Electric Company, said to be the largest initial setup of the 
modern lights in the United States. The new lights utilize mercury-vapor lights 
and are placed on standards 18 ft. 8 in. tall, 6 ft. higher than the usual street 
light standards. Each of the 80 standards carries a 1,600-cp. combination of one 
400-watt mercury-vapor lamp and two 100-watt ordinary lamps 


new 


INSPECT 
UNITS 
Oregon State 
officials at the 
Western Safety 
convention 


LIGHTING 
Prominent 
highway 
recent 
Council 
inspecting 
lighting units developed 
by General Electric en- 
gineers to produce long- 
range visibility at night. 
Left to right: Henry F. 
Cabell, chairman of the 
Oregon commission; R. 
H. Baldock, highway 


engineer, and John F. 


Beakey, traffic engineer 
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/ICE—Photomurals on the walls of the executive 
the Public Service Company of Northern Illinois 
service facilities of the utility. The photomurals 
mreased size in the offices and are ready reminders 
equipment needed adequately to serve its customers 
ply of electricity for a diversity of uses. The photo- 
utalled by the Kaufman & Fabry Company 


lvania Electric Association 
tual Meet at Bedford Springs 


utility representatives from all parts of the 
posed in front of the Bedford Springs Club 
between convention sessions devoted to today’s 
lily sales, rates, regulation and management 














CLARK’S FALLS PLANT—New generating plant of the Public Electric Light 

Company, St. Albans, Vt., on the Lamoille River. The development includes a 

dam designed to discharge a flood in excess of the 1927 maximum of about 

85,000 ¢.f.s.. and a 4,000-hp. Kaplan type turbine direct-connected to a 3,000-kw., 
2,400-volt, 240-r.p.m. vertical generator 



















Alabama Power Names Bragg 
to Direct Public Relations 


Thomas Bragg. vice-president and 
director of the Alabama Power Com- 
pany, has recently had placed under 
his direction the newly established de- 
partment of public relations and ad- 
vertising. 

Mr. Bragg was born in Camden, 
Ala., and was educated at Alabama 





Shortly after 


Polytechnic Institute. 
graduation he accepted a_professor- 
ship in chemistry at his alma mater, 


which he retained from 1902 until 
1920. He became associated with the 
Alabama Power Company in 1920 as 
manager of the newly created invest- 
ment department, was made a_ vice- 
president in 1926 and a director in 
1935. 

The new department of public rela- 
tions and advertising will be in charge 
of Mr. Bragg, assisted by R. H. Man- 
gum, recently appointed assistant 
vice-president; C. M. Kilian, advertis- 
ing manager, and J. Ross Houser, as- 
sistant advertising manager. 

e 


> FRANK J. BOEHM and FREDERICK H. 
PisKE have been elected directors of 
the Milwaukee Electric Railway & 
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ews 


Mr. Boehm is secre- 


Light Company. 
tary-treasurer of the company and 
Mr. Piske is a vice-president of the 
North American Company, of which 
the Milwaukee utility is a subsidiary. 
Mr. Piske was formerly assistant secre- 
tary of Milwaukee Electric. 


> Frank R. StitcH has been ap- 
pointed director of public relations 
and advertising of the Duro-Test Cor- 
poration. 


> CLARENCE L. CoLtens, president Re- 
liance Electric & Engineering Com- 
pany, Cleveland, and a member of 
the board of governors of the National 
Electrical Manufacturers Association. 
has been elected to membership on the 
board of directors of the American 
Standards Association, to succeed S. L. 
Nicholson. Mr. Collens is thoroughly 
familiar with the work of the A.S.A., 
having been a member of its board 
from 1929 to 1932. 


> R. B. Grove and E. F. Jerre have 
been appointed vice-presidents in 
charge of commercial relations of the 
Brooklyn Edison Company and_ the 
New York & Queens Electric Light & 
Power Company. The purpose of 
these appointments is to bring the 
companies into closer relationship in 
standardizing practices throughout the 
Both Mr. Grove and Mr. Jeffe 
will perform the same duties with the 
Brooklyn and Queens companies as 
they do with Consolidated Edison. 


system. 


> J. B. Jackson has been appointed 
assistant to Vice-President H. B. Gear. 
Commonwealth Edison Company, Chi- 
cago, succeeding the late Harry C. 
Croy. Mr. Jackson entered the employ 
of the company in 1908 in the con- 
struction department and assumes his 
new duties after serving in the under- 
ground extension bureau, where he 
was successively planning engineer, 
assistant engineer and engineer in 
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ABOUT PEOPLE 


charge. R. S. PETERSON, formerly 
chief draughtsman, has been named 
line installation engineer, succeeding 
P. J. Smith, retired. J. N. Watton, 
who started with the company in 1906, 
has been promoted from assistant io 
superintendent of the service and -e 
pair department. 
e 


Sidney Hosmer, Retired 


Sidney Hosmer. who retired re- 
cently as vice-president and general 
manager of the Boston Edison Com- 
pany, has been for many years one of 
the most prominent engineer-execu- 
tives in the power industry. He was 
born in Pinner. England, the son of 
a New York surgeon, and after being 
graduated from Yale College in 1892 
he entered the employ of the Mather 
Electric Company, Manchester. Conn. 

In 1894 he was placed in charge of 
the underground cable work of the 
Boston Electric Light Company. sub- 


sequently becoming its genera! mal: 
ager. Upon the consolidation with 
the then Edison Electric Illuminating 
Company of Boston in 1902 he was 
made superintendent of the construc 
tion bureau, and throughout his career 
was at the head of that branch of the 
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company’s activities. In 1926 Mr. 
Hosmer was appointed a vice-presi- 
dent and in 1932 became general 
manager, in addition, being elected to 
the directorate at the same time. 


P. B. Zimmerman Appointed 
Vice-President by Norge 

Paul B. Zimmerman, formerly gen- 
eral manager of appliance sales of the 
appliance and merchandise depart- 
ment of the General Electric Com- 
pany, has been appointed vice-presi- 





dent in charge of sales of the Norge 
division, Borg-Warner Company. Mr. 
limmerman, who was associated with 
General Electric for 25 years, is one 
of the widest known executives in the 
appliance field. 

A product of the old National Lamp 
Works of General Electric, Mr. Zim- 
merman spent several years at Nela 
Park, working his way up to manager 
of the sales promotion division. when 
he left to become sales manager for 
the company’s electric refrigeration 
department. He was made general 
manger of appliance sales in 1935. 

* 


»W. H. McGratu has retired from 
active duty as executive vice-president 
of the Puget Sound Power & Light 
Company, Seattle, Wash. He will con- 
limue as a director of the company. 


»MeLvin C. SHARPE, assistant to the 
Mtesident and public relations direc- 
‘or, Potomac Electric Power Company. 
"as paid a tribute by the Washing- 
‘n Herald on August 31 when its 
‘Who’s Who in Washington” column 
vas devoted to him. The Herald states 
name and personality are as fa- 
iliar to civic Washington as the 
Monument. With the outbreak of 
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war, Mr. Sharpe. who had been in 
Washington since 1909, became assis- 
tant secretary, District Liberty Loan 
Committee. His flair for getting things 
done quickly attracted Pepco officials. 
He accepted their offer and has since 
been directing public relations. A pen 
and ink sketch, Ralph Patterson artist, 
accompanied the sketch. 


> Rocer McWuorter, chief engineer 
of the Federal Power Commission, has 
returned to Washington from a West- 
ern trip, during which he visited the 
commission’s regional offices in Chi- 
cago, Denver and San Francisco. 


> J. M. McKissin, Jr., associated with 
the Westinghouse Electric & Manufac- 
turing Company since 1922, has been 
appointed apparatus advertising and 
sales promotion manager of the com- 
pany. Mr. McKibbin, who will main- 
tain his offices in East Pittsburgh, has 
served Westinghouse in various ad- 
vertising sales promotion and indus- 
trial sales capacities since he joined 
the company. 


Falk Corporation Appoints 
P. C. Day Vice-President 


Announcement has been made of 
the appointment of P. C. Day to the 
position of vice-president of the Falk 
Corporation, Milwaukee. Wis. After 
being in charge of the West Drayton 
Gear Works of the Power Plant Com- 
pany, England, for some years, Mr. 
Day became identified with the Falk 
Corporation in 1910 as chief engineer 
to direct the work of pioneering heli- 





cal and herringbone gearing in the 
United States. 

He will remain in charge of engi- 
neering with the title vice-president- 
chief engineer. 


OBITUARY 


> Harry S. SCHOTT, vice-president in 
charge of sales and advertising of the 
National Carbon Company, Inc., died 
August 31, as the result of an opera- 
tion. He was 52 years old. Mr. 
Schott had been identified with Na- 
tional Carbon, a unit of Union Carbide 
& Carbon Corporation, since 1913. 


> ALBERT T. Know son, founder of 
one of the largest wholesale electrical 
houses in the Middle West, died Au- 
gust 30 at his home in Detroit, after 
an illness of six months. He was 86 
years old. Mr. Knowlson spent sev- 
eral years in Pennsylvania and Ohio 
in connection with the oil industry be- 
fore going to Detroit. The A. T. 
Knowlson Company. of which he was 
president. was incorporated in 1906. 


> Pror. Macnus MacLean, professor 
emeritus of electrical engineering at 
the Royal Technical College of Glas- 
gow, who in his earlier career was as- 
sociated with the late Lord Kelvin in 
scientific research, died in Glasgow 
September 2, at the age of 80. Dr. 
MacLean was twice chairman of the 
Scottish Center of the Institution of 
Electrical Engineers. He was chair- 
man of the Craigpark Electric Cable 
Company of Glasgow. 


> BirpsaLtt E. BLANCHARD, for many 
vears of Under- 
Chicago, died 
sixty-sixth vear. 
Failing health compelled his _retire- 
ment from active duty in 1935. Early 
in his career Mr. Blanchard was an 
electrical inspector with the Chicago 
Board of Fire Underwriters. 


assistant secretars 


writers’ Laboratories. 


August 25. in his 


> Joun W. Burke, chief of the valua- 
tion and appraisal department of the 
J. G. White Engineering Corporation 
New York. died September 2 at Man- 
chester. Vt.. in his seventy-third year. 
After engaging in railroad work. Mr. 
Burke formed the firm of Chappell & 
Burke. railroad engineers and _ con- 
structors in 1887. with offices in Rut- 
land. He joined the J. G. White En- 
gineering Corporation in 1909 and 
since then specialized in reports on 


the value of utilities and industrial 
properties. Last June the Worcester 
Polytechnic Institute. | Worcester. 


Mass.. of which he was an alumnus. 
gave him the honorary degree of doc- 
tor of engineering. 
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Power Plans Seen Aid 
to General Electric 


Declaring that the South is the fast- 
est developing section in the nation 
today. H. Freeman Barnes of Cleve- 
land. national sales promotion and 
advertising manager of General Elec- 
tric Company, said that his company 
“recognized it as such and intends to 
pour money into it to develop our in- 
terests here.” 

Speaking at a meeting last week in 
Charlotte, N. C., of General Electric 
lamp distributors of the two Carolinas. 
Mr. Barnes declared that he regarded 
the TVA and REA programs of Presi- 
dent Roosevelt as helpful to General 
Electric in that they serve to make 
people more conscious of the import- 
tant role electricity plays in their 
daily life. 

“Although I will not say that any 
step the President might take in these 
fields would be beneficial to us, his 
policies thus far have been a help.” 


he declared. 


Appliance Bulletin Issued 


Points on operating home electrical 
equipment have been compiled in a 
bulletin which has been written by 
A. V. Krewatch, agricultural engineer 
of the University of Maryland Exten- 
sion Service, College Park, Md. The 
publication is being distributed with. 
out charge to those interested. 


Kelvinator to Base Drive 
on “Intensifire’’ Feature 


Kelvinator’s spring and summer ad- 
vertising of its “plus-power” refrig- 
erating mechanism will have a fall and 
winter counterpart in the advertising 
of the new “Intensifire” oil burner, ac- 
cording to an announcement made re- 
cently to the trade by E. L. Sylvester. 
sales manager of residential air con- 
ditioning and automatic heat for Kel- 
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division. Nash - Kelvinator 
Corporation. 

Intended to dramatize new efficiency 
and economy in its oil heater line, the 
name “Intensifire’ refers to a new 
technique developed by Kelvinator en- 
zineers that effectively releases the heat 
units in every drop of oil, to convert 
it into the maximum amount of usable 
heat. 


vinator 


Government Agencies 
Award New Contracts 


Contracts for supplies for various 
government agencies were awarded 
during the week ended September 9. 
under the provisions of the Public Con- 
tracts Act, according to an announce- 
ment made by the Department of 
Labor. Contractor, government agency, 
commodity and amount on electrical 
machinery follows: 


Westinghouse Lamp, Bloomfield, N. J.. 
Navy, vacuum tubes, $13,932. 

Okonite Company, Passaic, N. J., Navy. 
cable, $13,604. 

General Electric, TVA, circuit breakers, 
$224,870. 

Ward Leonard Electric Company, Mount 
Vernon, N. Y., Navy, bus transfer, $46,954. 

DeLaval Steam Turbine Company, Tren- 
ton, N. J., Navy, gears and pinions, $19,660. 


Other awards recently announced by 
the Department of Labor follow: 


Westinghouse Electric & Manufacturing, 
TVA, transformers, $209,960; Moloney 
Electric, TVA transformers, $200,999; Gen- 
eral Electric, War, turbine alternator, $50.- 
229; Westinghouse Electric & Manufactur- 
ing, TVA, power supply, $12,025; General 
Electric, TVA, transformer, $25,674; West- 
inghouse Electric & Manufacturing, Navy, 
generators, $93,640; Providence Insulated 
Wire Company, Providence, R. I., Navy, 
electric cable, $10,753; Westinghouse Elec- 
tric & Manufacturing, Agriculture, light 
projectors, $15,858: General Electric Sup- 
ply, TVA, power boards, $29,178; Wolfe & 
Mann Manufacturing Company, Baltimore. 
Md., TVA, lighting boards, $10,085; Roller- 
Smith Company, Bethlehem, Pa., TVA, power 
board, $31,800; Westinghouse Electric & 
Manufacturing, TVA, metal switchgear, $74.- 
018: General Electric, TVA. regulating 
equipment, $23,962; General Electric, TVA, 
oil circuit breaker, $11,100. 


AND MARKETS 





Duquesne Light Lets 
Job of Boiler System 


A contract for the installation of a 
complete automatic boiler control 
system for the new $5,000,000 power 
plant extension now being constructed 
at the James H. Reed station on Bru- 
not Island by the Duquesne Light 
Company has been received by the 
Hagan Corporation, it was announced. 

The plant, seheduled for comple. 
tion next year, is to be located above 
the 1936 flood level and will supply 
power to take care of the increasing 
load in the Pittsburgh district. 

Two 375,000 lb.-per-hour _ boilers. 
fired with multiple-retort, underfeed 
stokers, will supply steam to a new 
60.000-kw. turbine. Each boiler has 
two motor-driven forced-draft fans and 
two motor-driven induced-draft fans. 
Stokers are driven by electric motors 
through variable-speed 
transmission. 


oil-operated 
* 


Completes Factory Expansion 


Ideal Commutator 
pany. Sycamore. IIl.. recently am 
nounced enlargement of its _ plant. 
offices and engineering department. 
Office space was increased by 3,000 
sq.ft. and engineering department by 
1,000 sq.ft.. the new additions com- 
pleting an 8,000-sq.ft. factory expan: 
sion program. 


Dresser Com: 


Johns-Manville Sound Movie 
Treats of Heat Conservation 


A sound motion picture, “Heat and 
Its Control,” has been produced by 
Johns-Manville to present a visualiza- 
tion of what heat is and the story of its 
use and conservation. 

First official showing of the film 
was made recently before some 150 
representatives of the technical and 
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industrial press, at which time the 
company also announced publication 
of the handbook “Heat,” covering 
about the same ground as the movie, 
in greater detail. Company plans to 
show film to engineering societies nd 
other interested groups. 


Manufacturers Make 
Sales Appointments 


Electrical manufacturing companies 
have announced the following assign- 
ments to their sales staffs: 

Penn Electric Switch Company has ap- 
pointed M. Parcaro manager of the New 
York Office. Mr. Parcaro was connected with 
Carrier Engineering Corporation for thir- 
leen vears prior to joining Penn Electric. 

Kenneth B. Hopkins, formerly assistant 
sales promotion manager of Graybar Elec- 
tric Company, has been appointed assistant 
supply sales manager of Graybar in charge 


of street lighting materials, tools and solder- 
less equipment. 

Babcock & Wilcox Tube Company an- 
nounces the appointment of Clowe & Cowan, 
Inc.. Amaiiile and Lubbock, Tex., as dis- 
tributors for B&W seamless tubular products 
in the Texas Panhandle, South Plains, and 
eastern New Mexico. Uhrich Supply Com- 
pany has been appointed distributor of B&W 
seamless boiler tubes in the Kansas City 
trade territory—western Missouri and Kansas. 


Cutler-Hammer Registration 


Cutler-Hammer, Inc.. has filed a 
registration statement under the Se- 
curities Act of 1933 covering 25.000 
shares of $100 par value cumulative 
convertible preferred stock and com- 
mon stock of ‘no-par value to be 
reserved for conversion of the pre- 
ferred. Proceeds will be used to repay 
bank loans and for equipment and 
working capital. 


Signal Electric Addition 


Signal Electric Manufacturing Com- 
pany. Menominee. Mich.. has plans 
nearing completion for two-story ad- 
dition to plant, 38 x 140 ft.. and will 
take bids soon for superstructure. Cost 
ls estimated at more than $65.000. in- 
eluding equipment. 


ee 


New York Metal Prices 


Sept. 7, 1937 Sept 15, 1937 


Cents per Cents per 
Pound Pound 
Copper electrolytic. 14.00* - 14.00% 
1 Am. S. & R. 
ee a Pe 6.50 6.50 
Remon. eas 15.75 15.75 
Nickel ingot... ..... 35.00 35.00 
Re 7.60 7.60 
Straits. || 58.75 59.50 
minum, 99 per 
Bees 6 cecbanes 20.00 20.00 
* Delivered Connecticut Valley. 


——. 
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Field Reports on Business 


The crash in security prices this week and last is a good indication 


of the state of nerves of business. 
will not be as bad as had been anticipated. 


business remains good. 


NEW ENGLAND 


Industrial electrical equipment sales are 
active. Recent orders obtained by the Terry 
Steam Turbine Company, Hartford, include 
an 800-kw. non-condensing turbo-generator 
for a New England chemical plant and a 
150-kw. mixed-pressure bleeder type turbo- 
generator for the Harvard Brewing Com- 
pany, South Boston. 

Small motor sales are steady. One promi- 
nent manufacturer reports a strong trend in 
inquiries which include demands for quicker 
deliveries, a requirement that is now being 
met more easily than for some weeks past. 
Central-station supplies are in less demand 
due to the fact that the major utility needs 
for the current year are about taken care 
of; there remains a number of scattered 
equipment lots which are now being studied 
by engineers. Recently a 1,500-kva. trans- 
former was bought by a well-known Mas 
sachusetts tool manufacturer. 

Air-conditioning interest is advancing: 
one company reports an encouraging volume 
of studies on hand for pricing. A new 
department store in Springfield, Mass., has 
contracted for air-conditioning equipment. 
Sales of household type motor-driven oil 
luirners are picking up, according to a 
Hartford manufacturer. 

{ Connecticut machinery manufacturer 
has purchased two 60-kw. nitriding furnaces 
and a 49-kw. atmospheric control furnace 
has been sold to a New England office ma- 
chine manufacturer. Street lighting is ac- 
tive in eastern Massachusetts. Haverhill is 
adding new street lights and Worcester is 
modernizing its lighting in the business dis- 
trict; this city is also interested in flood- 
lighting its playgrounds. In Boston demands 
for public safety have resulted in an assign 
ment of $25.000 for new traffic lights. 

Merchandising is progressing favorably in 
this area. In Vermont the last quarter be- 
gan with a record weekly volume of 81 
refrigerators, an increase in the buying of 
electric ranges to 61 and a notable report 
of twelve water heaters placed. 


PACIFIC COAST 


Natural conditions are so good and public 
and industrial constructions are so large and 
so well distributed that even shipping tie-ups 
such as those caused in the Bay area by 
labor’s war between CIO and AFL cannot 
seriously affect all branches of industry. 
The long-expected price drop recorded it- 
self in several staple or small job lines last 
week, putting rubber-covered wire back to 
December price levels and decreasing metal- 
lic conductors and standard porcelains an 
average of 15 per cent. 

Coast stocks are still heavy, though usual 
preinventory efforts will reduce them satis- 
factorily before January, probably recording 
itself in lessened factory buying. Heavy or- 
dering of large cables is reported, especially 
in Los Angeles area, including $35,000 for 
No. 4/0 paper and lead three-conductor 
cable: a carload, value $8,000, of Nos. 1/0 
and 3/0 bare; four carloads of miscellane- 
ous bare sizes. totaling 200,000 Ib., and 
$34.750 for 25,000 ft. No. 2/0 paper and 
lead three-conductor cable. all for Los 
Angeles. and contracts totaling $45.000 for 


Appraisal of business is that it 
Utility and electrical 


a distribution system near Imperial Dam. 
Street lighting is again active. 

Heavy machinery orders include awards 
of $67,000 for Westinghouse d.c. and a.c. 
control switchboards for units N5 and N6 
of Boulder plant; $10,000 for Westinghouse 
115-kva. transformers for Bonneville plant, 
with later awards for switchboard and bus 
structure about October 1; meter voltage 
regulators, totaling $25,000, for central Cali- 
fornia installation, and a $70,000 lot of the 
same for southern California. 


NEW YORK 


The crash in the stock market last week 
and again this week has unsettled business 
nerves to the extent that extreme caution 
prevails in all lines. The move by the 
Treasury to desterilize $300,000,000 in gold 
and other maneuvers to keep interest rates 
low has confirmed the opinion of many that 
inflation in all its ramifications is not fat 
off. 

Failure of a spurt in trade following 
Labor Day is attributed as the cause for the 
shaken confidence in business at the pres- 
ent time. While dollar volume of trade, in 
many lines, still holds above a year ago, 
actual volume, taking into account price 
rises, does not measure up. Just what 
the fall and winter holds remains uncer- 
tain, although many believe that business 
will not be as bad as had been previously 
expected. 

Utility business is still moving ahead, with 
the season of greater power use ahead. Ap- 
pliance sales are good. Manufacturers re- 
port good production, although some cut has 
been made into the backlog. 


CHICAGO 


Retail and wholesale trade in this area 
declined slightly last week, while industrial 
activity showed moderate improvement. Fac- 
tory employment and payrolls made slight 
increases and buying of equipment showed 
some improvement. Remodeling and expan 
sion of facilities are progressing in the steel 
mill district. One company is installing a 
25,000-kw. turbine and has ordered 700,000 
ft. of No. 12 wire. Another has ordered two 
overhead traveling cranes. Farm implement 
manufacturers are still trying to work out 
backlogs, although new orders have fallen 
off. 

Fifty-one air-conditioning _ installations 
were completed last month, an increase of 89 
per cent over the corresponding month of 
1936. Sales of room coolers increased 154 
per cent. Appliance sales show moderate 
increase over the previous week and remained 
well above last year’s figure. Lighting equip- 
ment sales continued at a brisk pace, with 
portable lamps making considerable gain 
over previous weeks. The city has ordered 
125 two-way and 25 four-way traffic signals 
as well as 2,000 porcelain enameled street 
lighting reflectors. 

The trend of utility purchases appears te 
be on the up-grade. The demand for small 
motors and control equipment is good and 
the outlook is very favorable. Heavy equip- 
ment sales are below the first part of the 
year, but are expected to show early im- 
provement. 
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Utility Stocks Approach New Low 
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Utility stock prices took an upward turn last Tuesday, following a near new low for 
the year on Monday. “Electrical World” index this week, 30.7; previous week, 31.8; 


corresponding week a year ago, 38.7; 


$8,500,000 of Bonds 
Filed by Ohio Edison 


Ohio Edison Company, subsidiary 
of Commonwealth & Southern Corpo- 
ration, has filed a registration state- 
ment with the Securities and Exchange 
Commission covering $8,500,000 of 4 
per cent first mortgage bonds, due 
1967. 

Proceeds from the sale of the bonds 
will be used to reimburse the com- 
pany’s treasury in part for additions 
to property up to and including July 
1, 1937. The balance will be deposited 
with trustee under the mortgage se- 
curing the bonds and withdrawn from 


time to time in accordance with the 


terms of the mortgage. 
The bonds are redeemable at a 


premium of 9 per cent on or before 


September 1, 1940, the premium 


thereafter progressively decreasing 1 


per cent each successive third year 


thereafter to and including September 


2, 1964. After that date the bonds 


are redeemable without premium. 


Seattle Defaults Interest 
on Street Railway Bonds 


Puget Sound Power & Light Com- 
pany has filed a $208,400 claim 
against Seattle because of the failure 
of the city to pay its semi-annual 
interest on Municipal Street Railway 
bonds. The claim is for interest on 
$8,336,000 of bonds issued by the city 
when it purchased the railway from 
the company in 1919. 

City Treasurer H. L. Collier said 


16 (970° 


1937 high, 41.5; low, 30.6 


that the impounding of the railway 
receipts since last June 10 left the 
railway without sufficient funds to 
meet the obligation, in announcing 
the first default. The utility several 
years ago declared a moratorium on 
redemption by the city of the bonds. 


Portland General Electric 
Bank Loans Are Extended 


Arrangements have been completed 
by Portland General Electric Com- 
pany for an extension of collateral 
notes and two bank loans aggregating 
$1.500.000 with the Chase National 
Bank and the Harris Trust and Sav- 
ings Bank. according to a statement 
filed with the New York Stock Ex- 
change for the listing of an additional 
$1,.216.000 of 43 per cent mortgage 
bonds. The exchange approved the 
application for listing. 

The additional bonds were issued 
and pledged with the banks on August 
11 as part collateral for two 4 per 
cent loans. due on July 1. 1939, one 
of $1.400.000 at the Chase National 
and the other of $100.000 at the Har- 
ris Trust and Savings. Proceeds of 
these loans were used to reimburse the 
utility for capital expenditures and 
improvements before January 1. 1935, 
and for retirement of first mortgage 
5 per cent bonds due in 1950. 


Special Dividend Payments 
Directors of Johns-Manville Cor- 
poration have declared a quarterly 
dividend of 75 cents. as well as an 
extra of 75 cents. a share on the com- 
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mon stock. The regular quarier|; 
dividend of $1.75 a share was also 
declared on the cumulative 7 per cent 
preferred stock. 

Blaw-Knox has declared an interim 
dividend of 25 cents, payable Sep. 
tember 30 to stock of record Septem. 
ber 7. 

Allis-Chalmers Manufacturing Com. 
pany has declared a dividend of $1 on 
the common stock. Dividends of 5) 
cents were paid on June 30 and March 


dl. 


Dividends on Acecumulations 


Electric light and power companies 
have recently announced dividends on 
accumulations as follows: 


Central & South West Utilities Company, 
dividend of $1.75 on the $7 series, prior 
_lien preferred stock, and $1.50 on the $6 
series, prior lien preferred applicable to 


accumulations. Similar dividends were paid 
on July 20. 
Minnesota Power & Light Company, 


dividend of 58 cents on account of accumu- 
lations and a quarterly dividend of $1.75 
on the 7 per cent preferred and 50 cents on 
account of accumulations and a quarterly 
dividend of $1.50 on both the $6 and 6 per 
cent preferred stocks. Similar amounts were 
paid on these issues on July 1. 

The dividend on the $5 cumulative pre- 
ferred stock of the Consolidated Edison 
Company of New York, Inc., payable No- 
vember 1, will be paid to holders of the 
stock of record October 1, instead of Sep- 
tember 24, as previously announced. 


Reduces Stock Holdings 


In order that Electric Power As- 
sociates, Inc., may not be classified as 
a holding company within the pro- 
vision of Section 2(a) (7) (A) of the 
Public Utility Act of 1935, the com- 
pany has announced that it has re 
duced its holdings of American Water 
Works & Electric Company, Inc., com: 
mon stock to less than 10 per cent of 
the amount outstanding by the sale of 
20,000 shares of common stock of the 
latter company. 
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Utilities Reports (Earnings) 


Net Income 

7 1936 
*San Diego Con. G aici 
eee $1,440,605 $1.51 tae 
*Calif. Ore. Pwr 1,113,159 828,900 
*Wis. Pub. Serv «anh 
and sub. ....... 1,486,203 921.18 
*Virginia E. & P... 3,335,621 3.092.98! 
*Puget Sound P. & ats 
L. and subs..... 1,301,302 | 010 
*Minnesota P. & L. 1,298,682 1.30010) 
*Louisiana P. & L. 1,015,165 1.169, 5 
*Arkansas P & L... 1.487.520 958.08 
*Memphis P. & L... 1,498.522 | 254,685 
*Pub. Serv. of Colo. 3,238,937 869. 96 
*Gulf States Util.. 983,857 824,93: 
*Western Pub. Serv. 77 980 
CO WB dss<cx 130,679 171,286 


+Twelve months ended June 30. 
*Twelve months ended July 31 
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EL_ectric Ranc—E—Something new in elec- 
tric ranges is the “Electromaster 100,” 
brought out by Electromaster, Inc., Detroit. 
There are no surface cooking units on this 
range; instead, cooking is done in four 
“Vita-Misers,” built-in cooking _ kettles. 
Thus, the company states, all of the heat is 
used for cooking and the surface of the 
range is kept clear, even when an entire 
meal is being cooked. Two storage com- 
partments, clock and lamp assembly, con- 
venience outlet and illuminated oven are 
more familiar features. 


Wasuinc Macuine—A new electric home 
washing machine developed by F. T. Sny- 
der, 1408 Sixth Avenue, Huntington, W. Va.. 
is a cylinder type, the cylinder swinging 
with a pendulum-like motion on a geared 
track. Inclosed in the cylinder, instead of 
being placed loose in the tub, the clothes 
are cleansed by forcing water through them 
instead of agitating them in the water. 


Vacuum Tupe Fire Detrector—Unusual 
sensitivity and accurate calibration are 
claimed for a new type of fire detector which 
is contained in a vacuum tube to protect it 
against dust, air and the possibility of tam- 
pering. According to Thomas A. Edison, 
Inc., West Orange, N. J., developers and 
marketers, periodic testing of the individual 
detectors may be done without changing 
future operation or the alarm system they 
actuate. Makers state they are approved for 
open circuits up to 250 volts; closed cir- 
cuits, 110 volts. It is said they may also be 
used in connection with sprinkler systems 
to establish alarm prior to operation of the 
sprinkler heads, preventing water damage. 


_ Seatinc Compounp—A new plastic seal- 
ing compound for sealing cracks and seams 
in refrigerator cabinets, windows in air- 
conditioned cars or any other place where 
a non-oxidizing sealer may be desired is of- 
fered by the Presstite Engineering Company 
of St. Louis, under the name “Non-Oxidizing 
Sealing Compound.” It may be applied in 
the same way that glazer’s putty is used, or 
extruded into beads or ribbons of the de- 
‘ired thickness. According to the company. 
it will remain flexible at zero and not melt 
and run or flow at 350 deg. F. 


_lyomecr Licuting Unit—A_ new totally 
indirect lighting unit of modern appearance, 
design and performance, providing efficient 
and well distributed illumination for all 
Commercial applications, is a recent an- 
houncement of the Westinghouse Electric & 
Manufacturing Company. Called the “T. I. 
Aluminaire,” the unit is available in two 
‘wes—one for 300- or 500-watt lamps, the 
other for 750- or 1,000-watt lamps. 


ALuminum ReFLectors—The Miller Com- 
pany, Meriden, Conn., has announced the 
‘Ivanhoe line of high efficiency Alzak 
“uminum reflectors for low bay industrial 
areas (15 ft. or lower). Unusually wide- 
‘pread distribution of light providing uni- 
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EQUIPMENT 


formity of illumination from wide spacing 
of outlets, an angle of cut-off in accordance 
with present illumination standards, sharper 
detail and a whiter light that makes seeing 
easier are features claimed for the line. 


Desk Lamp—In the “Skipper” desk lamp. 
product of the F. W. Wakefield Brass Com- 
pany. Vermilion, Ohio, the light rays are 
first directed to the white-enameled inner 
surface of the metallic shade. where they 
are reflected and diffused over the entire 
surface of the desk. In this way no direct 
light is cast on the working plane. A clamp- 
on type lamp is also offered, both types be- 
ing designed for use with a 100-watt lamp. 





Home Humipirier—There are no moving 
parts in the “Humidaire.” humidifier manu- 
factured by the Electro Heater Manufactur- 
ing Company, Duluth, Minn. Water from 
the domestic hot water supply is piped into 
the humidifier, which hangs in the basement 





Color Lighting Equipment 


from ceiling rafters. and heated by means 
of an electrical element to about 185 deg. 
F. Heat of the water draws air into the 
humidifier, where it absorbs moisture from 
the water and rises through a flexible tube 
to an opening directly under a radiator. Heat 
of the radiator then distributes the moist 
air. Company also offers a portable humidi- 
fier, in which a fan blows warm air from a 
radiator through a wire rack holding a wet 
cloth. 


Taste Cooxinc—“Table Electrics” is the 
name given by the Chase Brass & Copper 
Company, New York, to its newly announced 
line of electric cooking accessories, de 
signed, of course. to bring cooking to the 
table. Eight individual articles and four 
sets make up the line, newest item in which 
is the “Table Chef,” a five-in-one cooker 
that broils, fries, stews, boils and bakes and 
cooks chafing dish foods. It uses two heats 

one for cooking, the other for keeping 
foods hot. 


COLOR LicgHtinc—New “Color-Blend” 
lighting equipment. announced by the Lock- 
wood Electric Company, Cincinnati, is de 
signed to provide a blend of three colors, 
in a three-minute period, with no stops or 
flashes between color changes. Basically. 
the device consists of a multi-voltage trans- 
former, primary of which is rotated by the 
pilot motor so as to produce a variation of 
phase-displaced secondary voltages. Sec- 
ondary windings are connected to colored 
lights so as to produce the color changes. 
Transformer is said to cut down current 
consumption by one-third. Standard voltage 
is 110, a.c., with rated capacities for ma- 
chines of 750, 1,800, 5.000 and 10,000 watts. 


Aluminum 
Reflectors 


Electromaster 100 








Chase Table Chef 


Edison Fire Alarm Actuator 
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Electrical Cookery Handbook 
Second Printing Is Planned 


With its first edition of 200,000 
copies of the handbook of electrical 
cookery, “Meals Go Modern—Elec- 
trically,” exhausted, the National Kit- 
chen Modernizing Bureau plans a 
second edition, to be sent to press as 
soon as advance orders totaling 100,- 
000 copies have been ordered. 

Since its issuance in April this 
year the book has been distributed in 
40 states and the District of Columbia 
by at least 125 utilities as well as by 
electrical manufacturers and dealers. 
department stores and mail order 
houses, the bureau states. Orders for 
the second issue are being taken at the 


bureau headquarters. 420 Lexington 
Avenue. New York. 


Demonstrates Appliances 


The Toledo Edison Company, co- 
operating with 35 distributing manu- 
facturers, is demonstrating farm elec- 
trification equipment at northwestern 
Ohio county fairs this fall. R. E. 
Johnson is in charge of the utility's 
demonstrations, which will include all 
types of farm and household equip- 
ment and appliances. 


Frigidaire Starts Production 
of New Electric Range Line 


General Motors Corporation will 
expand its operations into the home- 
appliance field late this year with a 
line of developed _ electric 
ranges. 

The Frigidaire Division of General 
Motors has gone into production of 
the new ranges. to be marketed na- 
tionally along with its electric refrig- 
erators. 


newly 


= 
Ten-Year Employment High 


Latest statistics available from 
Worthington Pump & Machinery Cor- 
poration show a greater number of 
corporation employees than at any 
other time during the past ten years. 
Increased activities at the corporation’s 
plants have necessitated increasing the 
total number of employees 86 per cent 
since 1932. Compared with 1929 
totals, the present figure shows an in- 
crease of 6 per cent. A recent state- 
ment by H. C. Beaver, president, was 
to the effect that unfilled orders were 
at the highest level in seventeen years. 
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CHICAGO, 


lLL.—Sherman-Klove Company, 
3531 West 47th Street, plans installation of 
motors and contrals, conveyors and other 
equipment in new addition to hardware and 
tool-manufacturing plant, about 50,000 sq. 


ft. of floor space. Cost over $150,000. A. 
Epstein, 2001 West Pershing Road, is engi- 


neer. 


Marietta, Oxia—Red River Valley 
Rural Electric Company, Thackerville. 
Okla., M. B. Blue, secretary, receives bids 
until September 21 for primary and _ sec- 
ondary lines for rural electrification in part 
of Love County, totaling about 150 miles, 
including poles, pole hardware and fittings. 
wire and cable, transformers and _ service 
equipment. Cost close to $150,000. E. T. 
Archer & Company, New England Building. 
Kansas City, Mo., are consulting engineers. 


BonneEVILLE, Ore.—United States Engi- 
neer Office, Bonneville. receives bids until 
September 24 on construction of 115-kv. 
switching and bus structure on roof of power 
plant (Circular 80). 


ALLIANCE, Nes.—Plans addition to mu- 
nicipal electric power plant, including 
improvements in present station and _ instal- 
lation of new equipment, comprising turbo- 
generator unit, high-pressure boiler and 
complete accessory apparatus. A bond is- 
sue of about $242.000 is being arranged for 
project. 


Lone Beacu, Catir.—Proctor & Gamble 
Company, Long Beach, plans _ installation 
of motors and controls, regulators, convey- 
ors and other equipment in new seven-story 
addition to local soap, washing powder and 
oil processing plant, for which bids will be 
asked soon on general erection. Cost about 
$1,000,000. J. H. Davies, Ocean Center 
Building, Long Beach, as engineer. Head- 
quarters of company are in Gwynne Build- 
ing, Cincinnati, Ohio. 


Loneview, Wasu.—Cowlitz County Pub- 
lic Utilities District No. 1, Longview, W. 
4. Cardwell, president, will take bids soon 
for primary and secondary lines for rural 
electrification in part of Cowlitz County, 
totaling about 85 miles, with outdoor power 
substation and service facilities. Cost about 
$85,000. Financing has been arranged 
through federal aid. Baar & Cunningham, 
Spalding Building, Portland, Ore., are con- 
sulting engineers. 


Brtox1, Miss.—Tallahatchie Valley Elec- 
tric Power Association, Biloxi, plans primary 
and secondary lines for rural electrification 
in parts of Tate, Tallahatchie and Panola 
Counties, totaling 360 miles, with outdoor 
power substations and_ service facilities. 
Cost about $350,000. Work is scheduled 


to begin soon. 


BeLLtewoop, Va.—E. I. duPont deNemours 
& Company, duPont Building, Wilmington, 
Del., plans installation of motors and con- 
trols, regulators, conveyors, transformers and 
accessories, and other equipment in new 
multi-unit chemical plant at Bellewood, near 
Petersburg, Va.. to be operated by Old 
Hickory Chemical Company, a_ subsidiary 
interest. Work is scheduled to begin at 
once. Cost about $750,000. 





OPPORTUNITIES . 


MENOMINEE, Micu.—Menominee & Mar- 
inette Light & Traction Company, Menominee, 
has authorized extensions in transmission 
and distributing lines in part of Menominee 
County, totaling about 60 miles, and yill 
begin work soon. 


Hartincton, Nes.—Cedar County Rural 
Public Power District, Hartington, has plans 
maturing for primary and secondary lines 
for rural electrification in parts of Cedar 
and Knox Counties, approximating 460 miles, 
with outdoor power substation and service 
facilities, to be constructed in two sections. 
Fund of $200,000 for first section has been 
secured through federal aid and work is 
scheduled to begin soon. Power supply will 
be secured at later date from Loup River 
Public Power District, Columbus, Neb. 


Cetina, Tex.—Co-operative Electric As- 
sociation, Celina, care of Hawley, Freese & 
Nichols, Capps Building, Fort Worth, Tex., 
consulting engineers, has plans a 
for primary and secondary lines for rura 
electrification in parts of Grayson and 
North Collin Counties, totaling about 100 
miles, with outdoor power substation and 
service facilities. Fund of $100,000 has been 
secured through federal aid. Work is 
scheduled to begin soon. 


Atcova, Wyo.—Bureau of Reclamation. 
Denver, Colo., will receive bids until Oc 
tober 1, for three motor-driven gate hoists 
for operating 25x40 ft. fixed wheel gates 
to be installed in spillway at Alcova Dam, 
Kendrick Project, Wyo. (Specifications 
754). 

Dayton, Oxn1o.—National Cash Register 
Company, South Main Street, plans installa- 
tion of motors and controls, regulators, 
conveyors and other equipment in new 
multi-story plant addition, on which it 1s 
proposed to begin work early next year. 


Cost close to $750,000. 


Canton, N. C.—Carolina Power & Light 
Company, Raleigh, N. C., plans extensions 
and improvements in distributing system a 
Canton, including lines used for municipal 
lighting and other public service, and lines 
for general commercial and domestic pur 
poses. 


Erowan, Tenn.—Has called special elec 
tion September 20, to approve bond_ issue 
for $400,000, for municipal electric distrib- 
uting system, including power ube 
for connection with TVA lines, which wi 
furnish power. 


Denver, Coro.—Bureau of Reclamation. 
Denver, received bids during the past wee 
for three motor-driven pumping units am 
auxiliary equipment for installation ™ 
Owyhee Ditch pumping station, , 
Project, Oregon-Idaho and will receive 
bids until September 16 for three 60. 
pound capacity double-drum radial gale 
hoists for installation in Gila Valley 


headworks, Imperial Dam, Calif., All-Amer- 


ican Canal System (Specifications 969-D) 
and, until October 4, for two 168-inch Pe 
terfly valves for installation ‘n Boul " 
power plant, Boulder Canyon Project, es 
zona-California-Nevada (Specifications . 
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